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Message Text 


UNCLASSIFIED 

PAGE 01 LAGOS 10019 31 1547Z 

62 

ACTION AF-08 

INFO OCT-01 ISO-OO EB-07 /016W 

054020 

R 311401Z AUG 76 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6572 

UNCLAS LAGOS 10019 

FOR MF.PD/OIM: SMILLFR 

E.O. 11652: N/A 
TAGS: BEXP,PBTIO,PNI 

SUBJECT: AMERICAN MEDICAL EQUIPMENT FIRMS SOUGHT 

1 . MR. EMMANUEL OFFOLAJA, PLANNING OFFICER. MINISTRY OF ECONOMIC 
DEVELOPMENT, REQUESTED URGENTLY LIST OF LARGE AMERICAN SUPPLIERS 
OF MEDICAL EQUIPMENT. EMBOFF HAS SUBMITTED THE FOLLOWING NAMES 
IN RESPONSE TO THIS REQUEST. 

LITTON MEDICAL SYSTEMS DIVISION 
515 E. TOUHY AVENUE 
DES PLAINES, ILLINOIS 

MEDICAL PRODUCTS DIVISION 
3M COMPANY 
3M CENTER 

ST. PAUL, MINNESOTA 55105 

WEBER TEECHNICAL PRODUCTS 
A DIVISION OF WALTER KIDDE AND CO., INC. 

1340 MONROE AVENUE 
GRANT RAPIDS, MICHIGAN 

PURITAN-BENNETT CORP. 

OAK AT 13TH 

KANSAS CITY,HMISSOURI 

UNCLASSIFIED 

UNCLASSIFIED 
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SHERWOOD MEDICAL INDUSTRIES INC. 
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1831 OLIVE 

ST. LOUIS.PMISSOURI 

R AND W SPECIALITY MFC. CORP. 

502-512 METROPOLITAN AVENUE 
BROOKLYN, N.Y. 11211 

MED-PAK CORP. 

910 PENNSYLVANIA AVENUE 
CHARLESTON, WEST VIRGINIA 25302 

MEDITRON INDUSTRIES LTD. 

816 BAKKE AVENUE 
DEPT. TR-100 
WATERFORD, WISC. 53185 

VICRA DIVISION 
2909 BLYSTONE LANE 
DALLAS,PTEXAS 

2. MR. OFFOLAIA CLAIMS THAT THE BRITISH CONSULTANTS TO THE 
MINISTRY OF HEALTH SUBMITTED A LIST OF FOUR FIRMS (3 BRITISH AND 

1 SWEDISH) TO THE MIN ECONOMIC DEVELOPMENT FOR FINAL APPROVAL BY 
THE MIN HEALTH'S MINISTERIAL TENDERS BOARD. HE SUGGESTED THAT 
THE MINISTRY GIVE HIM TIME TO ADD SOME AMERICAN FIRMS TO THE LIST. 

3. ALL OF THE COMPANIES ARE IN THOMAS REGISTER AND MWNY HAVE 
SENT REPRESENTATIVES TO NIGERIA. THIS LIST WILL BE USED FOR THE 
SELECTION OF COMPANIES TO BID ON LARGE TENDERS FOR THE SUPPLY OF 
EQUIPMENT. 

EASUM 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, BUSINESS FIRMS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LAGOS10019 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760330-0907 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976084/aaaaacoy.tel 

Line Count: 92 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2004 by ReddocGW>; APPROVED <27 JAN 2005 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AMERICAN MEDICAL EQUIPMENT FIRMS SOUGHT 
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